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TAMMY GRAHAM 
CEDAR RIDGE 


Customer ID: 8101 
Certificate; 43-A-3962 


601 S COTTAGE GROVE 
KIRKSVILLE, MO 63501 


Site; 002 

TAMMY GRAHAM 

Inspection 

Type: ROUTINE INSPECTION 
Date: JAN-24-2006 


No noncompliances identified this inspection. 

This inspection conducted with owner and ACI, Thomasina Barney. 
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